CATHEDRAL  OF  ST.  JOHN'S  DEVINE. 
NEW  YORK  CITY. 

Cathedral  of  St.  John's  Devine  is  located  between  110th 
and  113th  Streets,  overlooking  Morning-Side  Park,  was  begun 
in  1892.  choir  and  two  of  seven'chapels  built  by  Heins  & 
La  Farge  and  consecrated  April  19th.  1911.  Cost  $3,500,000. 
several  millions  more  will  be  required  for  completion.  Central 
spire  is  445  feet  high.    The  Western  Towers  are  245  feet  high. 
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